Donald McLeish
RUINED TOWER OF THE THIRTEENTH-CENTURY  CLOTH HALL OF YPRES

As it stood before the War of 1914-18 in the Grand Place at Ypres, the Cloth Hal] was one of

the largest and finest Gothic buildings of its kind in Belgium.   It was built mainly between

1201 and 1304, and the tower, which served the town as a belfry, was one of the first portions

to be erected.  The ruins were presen'ed as a memorial of the first World War.
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